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NARA RG104, Entry 1, Box 149 


[Abstract:] Explains damage done to box, was not aware it had to be returned. 


First National Bank. 
Renovo, Pa., 
November 3, 1887 


Daniel M. Fox, Esq. 
Sup’t. U.S. Mint 
Philadelphia 


Dear Sir: 

We return to-day by Adams Express 2 Coin Boxes sent us Oct. 

It was our first experience in getting coin from the Mint and not being aware that the 
boxes had to be returned I opened one of them with a hammer (not having a screw-driver at 
hand) and I fear ruined the box. If you will advise me as to the amount of damage I shall be 


pleased to remit. Hereafter will exercise more care in opening. 


Very Truly, 
W.B. Reilley, C. 


